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Security Inforaation 


2h July 1953 

PERSONNEL DIRECTOR llhKQRANDUK N0„ 53*53 

wUBJECTs Form No* 37*16 9, Medical Action Request and Report 


lo Effective immediately# Fom Ho 0 37*169. Medical Action 

re ?f X ^ F ° na 1015 37*115# Request for Physical Examina- 
tion# and Form No 0 37*32# Report of Physical Qualifications,, 

procedures will govern the use of Fora. No« 37*169 
,,edlcal Action Request and Reports 


fecor^ DtSS f0r HlS * lcia iJt3Hinati ° n!J by the Transaction and 

(1) Dherever tt« Transactions and Daoozda Division re- 
quests a physi cal examination during ECU processing# items 1 

tfthfi-LiS offiSf et9d pri ° r t0 Fora NOo 37*169 

,, (p In each case# Fora No« 37*16 9 will be prepared by 
tao Transitions and Records Division and forwarded to the 
i.edical Office in duplicate in a sealed envelops carried by 
the individual being examined „ * 

b 0 Preliminary Report of Hiysical Examination? 

„ A , Upo “ ® oni P iotlm o£ ^ individual fi s piiysicai exam- 

ination, the medical Office will complete coction m (Pre- 
liminary Report of Physical Examination) of Fora No„ 37-169 

311 i 3 ?^® ^ l0 exaainQe band-carry this section to T&RD as 

an indication that th© examination has been completed,, 

._ n . Oection m j Preliminary Report of Physical Emu* 
ination) of Fora N 0o 37-169, will bo held by T ch as a suspense 
- 1 J!» 4 * d i P^ding receipt of the completed section II (Reportof 

Vnnn^i ? V ?i?f ti r n % In addition * section in of the subject 
fora will indicate, fraa a medical standpoint, whether EOD 
processing is to be continued,, 

Co Report of liedical Evaluation? 

(1) Uhon the Medical Office has completed overall eval- 
uation of the results of a physical examination, section II 
(Report of Medical Evaluation) of Fora IJo* 37-169 will bo 
completed and returned to the Transactions and Records Eivi- 
eion as the final report of medical evaluation for the indi- 
vidual concerned. 


RESTRICTED 

Security Inforaation 

Approved For Release 2001/07/16 : CIA-RDP80-00679A0001 00020014-0 



Approved For Release 2001/07/16 : CIA-Fjgggg^ffA0001 0002001 4-0 
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(8) Tb» &ooMctloo« god Records Dlvl.loo vlll lnodTO- 
SZJjt a ** 1 * te ? « of Im Bo. 37-169 1*0 tta 

fold * r «• » pejwsuwnfe reoori of the infti- 
physical qualifications. 

. , 1?) Bacelpt of the cocpleted section n (Report of Med- 

iS 1 ^£2? a ? i0 ^ 5L?? wUi autboriEa S**truetlon of section 
m (ftpjdlnlaary Report of Physical Examination) ehioh will 

”*** ** prov1 ** 18 ««*Won » of 
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MEDICAL ACTION REQUEST AND REPORT 


REQUEST FOR PHYSICAL EXAMINATION BY PERSONNEL DIVISION ( CHH OVERT JZZ3 COVERT) (| |TAR CZI CPB) 


1. NAME (Last) 


(F! rst J 


(Middle) 


2. DATE 


3 . TO POSITION 


OFFICE, DIVISION, BRANCH 


5- GRADE 


STATINTL 


6 . TYPE OF POSITION 

l Oepartmen ta I 


7. EVALUATE FOR 

r~ n eqo 


Hov 


f } Overseas 
dm Retu rnee 


Pre-Employment 
Annua I 

] Spec i a } (Spec 1 fy ) 


It REPORT OF MEDICAL EVALUATION 


1 l Ou a I I f I ed for Full Duty (General) 

dZHOual if ied for Departmental Duty Only 


Remarks: 


1 l Ou a I ) f I ed for Full Duty (Special) 

CZdlDi squa I i f i ed 


MEDICAL OFFICE 


(TEAR HERE) 


III PRELIMINARY REPORT OF PHYSICAL EXAMINATION 


8 . NAME (Last) 


(First) 


(Middle) 


9. DATE 


10 . 


j Continue Processing for Proposed Position 

3 EOD> But Hold for Final Assignment Pending Further Medical Evaluation 
^Suspend EOD Action Until Further Notice 


Remarks: 


MEDICAL OFFICE 
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